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ABSTRACT 

Following a series of deep observations of the Galactic Bulge region performed with the Wide Field 
Cameras telescopes on board BeppoSAX, it has been possible to study throughout a long time 
period a number of persistent X-ray sources. 

We report on the behaviour of GRS 1758-258, an X-ray binary suggested as a black hole candidate 
on the basis of its timing and spectral characteristics. The source has been monitored for almost 
2 years since August 1996; preliminary results of the data analysis are shown hereafter. 
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1. INTRODUCTION 

GRS 1758-258, apart from 1E1740.7-2942, is the only persistent hard X-ray / soft 
Gamma-ray (E>75 keV) source in the Galactic Centre region (Vargas et al. 1996). 
Like 1E1740. 7-2942, the radio counterpart of GRS 1758-258 has relativistic jets 
(Mirabel et al. 1992) but, despite the high radio source location accuracy, an 
optical counterpart has not been identified yet (Mereghetti et al. 1992). 

The source was discovered by the ART-P and SIGMA telescopes on board 
GRANAT (Sunyaev et al. 1991) in the spring of 1990. The spectrum in the band 
30-300 keV was best fitted by a power law model with photon index T = —1.8 ±0.3. 
No strong soft component was observed, suggesting the source was in low (hard) 
state. 

GRS 1758-258 was also detected at lower energies (3-30 keV) by SPACELAB-2 
and TTM (Skinner 1991) and EXOSAT-ME. Power law spectra with photon index 
T = — 1.70 H — 1.75 were observed. 

Simultaneous ROS AT and SIGMA observations in spring 1993 indicated the pres- 
ence of a soft (E < 2 keV) excess (Mereghetti et al. 1994), but further analysis of 
the same data did not confirm the detection of such a soft component (Grebenev 
et al. 1997). 
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More recently, a 0.5-10 keV observations with ASCA (Mereghetti et al. 1997) 
did not reveal any strong low-energy excess. The source, observed in March 1995, 
was found in a low state, and a value of V = —1.70 ± 0.03 was measured. The 
fitted value of the column density was Nu = (1.55 ± 0.03) x 10 22 cm -2 , supporting 
a source distance close to the Galactic Centre and ruling out the hypothesis of a 
massive companion star. 

Hard X-ray / soft Gamma ray long term monitoring of the source was performed 
in 1990-1992 by SIGMA (Gilfanov et al. 1993) and ART-P (Grebenev et al. 1997) 
on board GRANAT, and by CGRO/BATSE in 1991-1995 (Zhang et al. 1997). From 
all the available data it is apparent that the source is a persistent emitter showing 
strong timing and spectral variability. Flux variability of a factor of up to ~ 10 was 
observed (e.g. the dip observed in 1991 both by GRAN AT and by BATSE). The 
broad band (~ 30 300 keV) spectrum of GRS 1758-258 is tipically best fitted by 
a Sunyaev-Titarchuck comptonization model with kT ~ 30 4- 40 and Tdisk ~ 1, but 
evidence of spectral transition to pure power law emission with softer spectral index 
was reported (e.g. Grebenev et al. 1997). Such characteristics, similar to those of 
Cyg X-l, lead GRS 1758-258 to be classified as a black hole candidate. 

GRS 1758-258 
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FIGURE 1. The 2-30 keV time history of the observed source flux. Arrows indicate 3(7 upper 
limits. 



2. OBSERVATION AND DATA ANALYSIS 

The Wide Field Cameras (WFC) on board the BeppoSAX satellite, described in 
detail elsewhere (Jager et al. 1997), consist of two identical coded mask telescopes. 
The two cameras point at opposite directions each covering 40° x 40° field of view. 
The imaging capability, coupled with the good instrument sensitivity (a few mCrab 
in 10 4 s), allows accurate monitoring of complex sky regions like the Galactic Bulge. 
The Galactic Bulge region was observed for more than 2 years since August 
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FIGURE 2. Time history of the observed hardness ratios, 
squares = 10-20 keV / 2-5 keV ratio 
dots = 10-20 keV / 5-10 keV ratio 



1996 during a BeppoSAX- WFC long term monitoring campaign (Heise et al. 1997). 
About 40 sources, both transient and persistent, have been observed so far (Ubertini 
et al. 1998). 

GRS 1758-258 is in the WFC field of view whenever pointing at this complex sky 
region and its long term timing and spectral behaviour was investigated. Hereafter 
preliminary results based on a subset of all the available data are presented. 

The observed 2-30 keV source flux on a ~ 600 days time span is shown in Figure 
1. Thanks to the good angular resolving power of the cameras (5') contamination 
due to the nearby strong soft source GX 5-1, which is ~ 40' apart, is negligible. Our 
results confirm the variability characteristics of the source, since the flux varied by a 
factor > 5ona~ 10 — 30 days time-scale. The measured average flux (~ 35 mCrab) 
is in good agreement with what was observed by RXTEj ASM ( 25-30 mCrab) at 
the same epoch (ASM Announcements, http://spacc.mit.edu/XTF] ). 

Despite the 2-30 keV source variability, our preliminary results do not show 
strong spectral variability, suggesting the source was always observed in the same 
(hard) state. In Figure 2 the measured hardness ratios, whenever WFC flux values 
from the corresponding energy bands were available, are shown. The ratios are 
almost constant throughout the relevant time period (August 1996 - April 1998) and 
their values are consistent with a power law spectrum of photon index —1.7 ± 0.1. 
Such an hard spectrum is typical of the low state of well established black hole 
candidates like Cyg X-l and it is also regarded as the "normal" spectral state for 
the two persistent LMXB microquasars GRS 1758-258 and 1E1740.7-2942 (Zhang 
et al. 1997, Grebenev et al. 1997). There is no clear evidence of a relation between 
the hardness ratios and the 2-30 keV source flux (Figure 3). 
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FIGURE 3. The observed hardness ratios plotted versus the 2-30 keV source flux, 
squares = 10-20 keV / 2-5 keV ratio 
dots = 10-20 keV / 5-10 keV ratio 
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